EE) 
0 


شركة مواد الإعمار لتأجير المعدات الحدودة 
RENTAL EQUIPMENTS COMPANY LTD. [m]‏ 


Concere Pumps Department 01/09/2024 10:19:10 ص‎ 


Equipment Details 


Description Concrete Pump Brand 0 Putzmeister 


[Year Manufactured 2013 | [capacity | 220 Bar | 
[rev ۳۹ Tove Leeds | [insurance co. | أمتحا ة للتامين التعاون‎ Model / Make BSA 2110 HP D 
[rev Expire 09/08/2025 | 16/04/2025 | 


oe ۳۹ Equipment status Active 
TUV Remaining 342 days Insurance Remaini 227 days 


Equipment Timesheet | Details The Project 


|Equipment status active لس‎ | Active | Remarks Sheet | Active From 01/09/2 
ae Operon, TESTE SE 
Name operanorz [ua gw الك‎ 


Serial No. 170211398 


stationary concrete 
equipment 
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شركة توفي daw‏ 
وانكو سیرتفیگیشن ۱ 
وانسبگشن i‏ بو اا خ تر جر و پم ð‏ تراك ۲۱ اد ۲ ۶ ۲۲۶ 4# به 


Sticker No. l 57669 
Inspection Date Expiry Date 


\/O- 08 - 2024 09- 09-2027 


Equip. Number ا‎ by 
CEET? 


‘Serial No. | 


info@toveleeds.com | www.toveleeds.com 5 8 ۱ P 


0 M: + 966 56 3 9517 | M: + 966 59 496 8593 
Validate Here 


Developement و‎ 
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شركة توفي ليدذ 


/ re a =y 76484 


mins 


TOV & EDS- 


CERTIFICATE OF THOROUGH EXAMINATION CONCRETE PUMP 


Certificate No. RY-24 / 60242 


| August 10, 2024 | Date of Report | August 11, 2024 
| 


Construction i Product Rental Equipment Company Ltd. Kingdom of Saudi 
Arabia. 


| Haramain Project Makkah, Kingdom of Saudi Arabia. 


= سیم = = 


PUTZMEISTER | Relevant Standard ASMI B30.27 


۱ f 
| | Date of Last nn | | N/A 


r = اه‎ Sa E a Re 


| 170211398 


| 59669 | | Company. No. 


— 
| 02-03-0001 


— — = حت 


Report. No. 34946 


| Date of Inspection 


| Name of Equipment Owner 
| 


| Address / Location 


f 
| Manufacturer Name 


| Date of Manufacturer 


Serial No. 


| Sticker No. 


| Identification of any part t found to have a defect which is or could become a danger to persons and a description of | 


| the defect: NONE 


| | If yes: particulars of any repair, renewal / alteration required to remedy the defect: 


of immediate danger to persons: j | | NO 
ae a se 
Visual inspection and functional tests were Satisfactory and free from 
| apparent defects. | 
| Any major repair will cause the cancelation of this certificate & equipment needs | 
| to be inspected again. 
|. Note: This Certifi cate > does not pertain to to SABER Certification. 


| Aug 09, 2025 (Validity of the certificate 12 months) 


s person making and authenticating this report: | 


3 Inspected By: 


ee 


Arqam Ahad 
Equipment Inspector 


J= 


1B/780 221QKM34 
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| Is the above a defect which is 


| Remarks 
| Next Inspection Date 
| Name & address of employer’s 


| Eng. Mohammed. 
Approved By: 


Shahid Javed 6 
Technical ۵ 


CM IOSH /OSHCR 


ft ™ 
josh, و‎ 


NA 


Development Member 


مدير النظام - 


User : 


المتحدة للتأمين التعاوني 
UNITED Cooperative ASSURANCE‏ 


Tax Invoice فاتورة ضريبية‎ 
DEBIT ADVICE ن‎ jati 
Invoice Issue Date :02/06/2024 Invoice تاريخ اصدار الفاتورة: 02/06/2024 رقم الفتور::۱۵:1001240001890‎ 


Commercial Reg. No: 1010269076 رقم السجل التجاري:‎ 
المتحدة للتامین التعاونی‎ 
Comp name - United Cooperative Assurance اسم الشركة‎ 
Address Saudi Arabia العنران‎ 
TRN 1 300059064900003 الرقم الضریبم‎ 


Cust.name شركة مواد الاعمار لتاجیر المعدات المحدودة‎ 
CPC - Construction Products Rental Equipments Co. 


Residence : Building NO:4301, Additional NO:7689, Zip Code;:22846, City:Jeddah, 
Cust.address : Neighborhood:Makkah Province, Unit No:1, Street:Bahra, District:Bahra Postal Code;22846, P.O 
Box:22846, City:Jeddah , Mobile NO. :0545422223 


TRN á 300243163100003 
Voucher No. : 1680/2024 
Account No : 20289753 
Advice Date : 

Branch Name: 


Product ID 


02/06/2024 
Jeddah 


A-UCAC-1-C-08-003 


البیسان Particulars‏ 
شركة مراد الاعمار لتاجیر المعدات المحدودة aired Nex‏ 

CPC - Construction Products Rental Equipments Co. 
Policy ۰ : Engineering -1/23/18/2019 


تأمين المقاولون ضد اعطال المعدات و 


الأجهزة 
Policy Type : Contractors riant ana Equipment‏ 


Endorsement Type : Change Risks 
Endorsement No. : 91/2024 


المتحدة للتامين التعاوني 

Unto Coorttanve ASSURANCE 
PNT TS رخا مصاصة سعردية ترخيص‎ 
۳ شرکة مرخصا و فد ی‎ 

مرخصة وخاضسة OT‏ من لسن 
Licensed and requiatad by Insurance ۷‏ 


Operations ات‎ 


Net Premium 
Cost of Policy : التكلفة‎ 


Taxable Value 5 المجموع قيل الضريبة‎ 1,296.82 
Value Added Tax 15.000 % 2 الضريبه المضافة‎ 194.52 


Final Additional Premium : القسط الاضافي‎ 1,491.34 


The Sum of : Saudi Riyals One Thousand Four Hundred Ninety One and Thirty Four 
Hals Only 


1,296.82 


مبلخ وقدره : فقط ألف و اربعمانة و واحد و تسعون ريال سعودي و 34 هلة 
$ : ۱6۸۱/8206 


Saudi Joint Stock Co. - Capital SAR 400 millon - C.R. 1010269076 www.uca.com.sa 0 ۱۰۱۰۲۹۹۰۷۲ مليون ريال سعودي - ست‎ 1۰۰ JW yaly - شركة مساعمة سعودية‎ 
۰۱۱۲۱۷۰۳۳۰ المركز الرئيسي: الرياض - مبنى ال سعيدان - طريق الملك فهد - حي المروج- ص.ب ۲۰۶۱ الرياض ۱۲۲۹ - هاتف:‎ 
۲٠۰۰۸۱۲/۱۹ الرقم المجاني: ۲ 4؛ ۸۰۰۲444 - الرقم الدولي الموحد: ۰ - مرخصة وخاضعة لرقابة وإشراف هينة التأمين - ترخيص رقم: ت من/‎ 
Head office: Riyadh- Al Saedan Building - King Fahad Road - Al Muruj Dist. - P.O.Box 2041 Jeddah 12264- Tel: 011 2175335 
Toll Free: 800 244 4442 - international Number: 920 003 150 - Licensed and regulated by insurance Authority 
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المتحدة للتأمین التعاوني 
CA Unmo COOPERATIVE ASSURANCE‏ لا 


Product ID: A-UCAC-1-C-08-003 


Endorsement 
Change of Risks 


Contractors Plant and Equipment Policy No. : 1/23/18/2019 
Endorsement No. : 91/2024 


It is noted and agreed that the following specifications are endorsed to the policy effective 30/05/2024. 


Otherwise subject to the same terms and conditions of the original policy. 


The Insured CPC - Construction Products Rental Equipments Co. 


Item No. Status Description Sum Insured 


02-03-0001 Concrete Pump PutzmeisterBSA 2110 HP D 2013 220 Bar 

Risk Addition 170211398 250,000.00 
02-03-0085 Concrete Pump Putzmeister BSA 2110 HP D 2010 220 Bar 

Risk Addition Others 170210103 250,000.00 
02-03-0058 Rotary Distributor Putzmeister RV13-MSK 125/5.5 2010 13 

1613 | Risk Addition Others Mtr 400100236 100,000.00 


1) each & every occurrence 


Signed by the Insured Signed on behalf of the Insurance Company 
in Jeddah on 02/06/2024. 


المتحدة للتامین التعاوني 
UNITED 0۵9 Assurance‏ 

شركة مساعمة سعودية نرخيص رقب ت م ن/۲۰۰۸۱۴/۱۹ 
اشركة مرخصة وخاضسة لإشراف ررقابة هينة الا 


اننا 


Saudi Joint Stock Co. - Capital SAR 400 milion - C.R. 1010269076 www.uca.com.sa ۱۰۱۰۳۹۹۰۷ مليون ريال سعودي - شرت‎ 4*۰ AD راس‎ - Appias شركة مساهمة‎ 


0 z = ۰۲ ۲ ج- صب‎ ge- 3 se ne. 
۲٠۰۰۸۱۲/۱۹ مرخصة وخاضعة لرقابة واشراف هينة التأمين - ترخیص رقم: ت م ن/‎ - ٩۲۰۰۰۳۱۰۰ الرقم المجاني: ۲ 4 4 4 ۸۰۰۲44 - الرقم الدولي الموحد:‎ 
Head office: Riyadh- Al Saedan Building - King Fahad Road - Al Muruj Dist. - P.O.Box 2041 Jeddah 12264- Tel: 011 2175335 
Toll Free: 800 244 4442 - international Number: 920 003 150 - Licensed and regulated by insurance Authority 
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مدير النظام - User:‏ 


